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X.    CONTINGENCY

A storage area for hazardous waste must have an emergency plan that
covers foreseeable types of contingencies. Such a plan is required for
facilities that store EPA-regulated waste (see Appendix C). The plan
should be reviewed periodically, and drills should be conducted. The
plan should identify responsible persons who can coordinate any emer-
gency response. The plan should (must for RCRA-regulated facilities)
be submitted to local police departments, fire departments, hospitals,
and emergency response teams that could be called on to provide emer-
gency services.

XL    CLOSURE

Any facility must be properly cleaned up and decontaminated, if nec-
essary, after it is taken out of active service. This includes disposal of
any remaining waste, cleanup of secondary containment, and disposal
of any contaminated equipment or releases. If the facility has an EPA
permit, the closure plan must be in writing, must be approved prior to
closure, and must be certified as complete after closure.